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18 July 1983 


MEMORANDUM FOR: Director of Personnel 


FROM : 

Chief, Planning and Management Staff 
SUBJECT : Change in FY 1983 FTE Ceilings (U) 
REFERENCE : Memorandum from Comptroller to D/OP 


dated 27 June 1983, Subject as above. 


1. Based on FTE ceiling controls assigned to us by the 
referent memorandum, and an organizational change which 
transferred the Analytic Support Group--as a budget entity--from 
OCPAS to the ODDI, component FTE ceilings are revised as follows: 


CURRENT FTE CEILING REVISED FTE CEILINGS 
FTP T/PT) TOTAL FTP (T/PT) TOTAL 
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